







PORTELVATOR 


The Hamilton Portable Elevating Tabie 


Will Not Tip or Slip 


STOP IDLE MACHINE TIME 
Whee weight must be moved, send one man and PORTELVATOR. 


Roises, lowers, transports; levels and supports overhanging work. . 
forms a work bench when and where you need it... Standard model 
capacities, 1,000 fo 5,000 pounds. Special models designed and built 
on order. Write for bulletin, 
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